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Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmaster@town.arlington.ma. us 


Building Committee Minutes 1/29/2009 

TOWN OF ARLINGTON 
MINUTES 

COMMITTEE MEETING 
PERMANENT TOWN BUILDING COMMITTEE 
Thursday, January 29, 2009 


PRESENT: John Cole, Chair, William Shea, Ron Spangler, Mark Miano, Robert Jefferson, Rob Juusola, Brian 

Sullivan 


ABSENT: Suzanne Robinson 


The meeting was called to order at 8:00a.m. 


The committee unanimously selected Donham and Sweeney Architects for the Highland and Central Fire Stations. 

Phase 1 The goals of the first phase of design work are to analyze the current site, prepare preliminary plans, and 
estimate the costs for renovated facilities for the Highlands Fire Station. 

Phase 2 The goals of the second phase of the project are to complete the design, prepare construction documents, 
assist the Town in the bidding process and administer the construction contract for the Highlands Fire Station. 

Highland Station Central Station 

Phase 1 $ 40,200.00 $ 51,500.00 

Phase 2 $265,000.00 $405,000.00 


We approved a contract from Enviro-Safe Engineering to determine hazardous waste in Central and Highland 
Stations. 

Approved the minutes of January 6, 2009. 


Adjourned at 8:30 a.m. 
Respectfully submitted, 
Bill Shea 
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